EXPLANATORY TEXT

dealing with short lengths of alternating-current line, having negligible linear induc-
tance as well as negligible linear leakance, and therefore having a semi-imaginary linear
angle, there is frequent need for a magnified table of this kind. It may be noted that
whereas Table VI expresses slopes in degrees and minutes, Table XXII expresses them
as degrees, and four-place decimals of a degree.                                                  . ,

Table XXIII is a useful collection of 238 formulas, with a few insertions, taken
from Becker and van Orstrand's book of Tables of real hyperbolic functions, referred to
in the footnote on page 210. in Tables I, II, and III of this volume.
